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This  event  report  contains  seismic  data  from  the  Special  Data  Collection 
System  (SDCS),  and  other  sources  for  the  aSove  event.  Published  epicenter 
information  from  seismic  observations, ±e+-  A 
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36. 9N 
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5.2 

N/A 

All  SDAC  stations  were  operational  during  this  time  period,  and  RK-ON  and 
HN-ME  recorded  positive  short-period  signals.  The  Nevada  stations  were 
all  clipped  due  to  their  close  proximity  to  the  event.  RK-ON  data  were 
retrieved  from  the  analog  back-up  system.  Horizontal  channels  were  rotated. 
TQ-MS  began  operation  at  this  time,  but  background  noise  was  too  high  for 
several  months  to  detect  an  event. 

Long-period  was  negative  at  all  SDCS  stations.  High  background  noise  on  the 
HN-ME  long-period  system  was  caused  by  a thunderstorm. 

There  were  no  tapes  recorded  from  the  SDAC/VELA  detection  processor  for  this 
time  period;  therefore,  no  waveforms  from  LASA  or  NORSAR  are  available. 

LASA  data  are  reported  from  the  LASA  Data  Center  Teleseismic  Report,  Hagfors 
f data  are  from  their  bulletin  and  SDAC/VELA  data  are  from  their  summary. 

Scaling  factors  on  plots  are  millimocrons  at  1 Hz  (not  corrected  for  system 
response) . 
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